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By Appointment 


East London is an important seaport in Cape Colony, 
3G miles south-east of King Williamstown, 700 miles east 
of Capetown, and situated at the mouth of the Buffalo 
River. It is the terminus of the railway to Queenstown, 
and the harbour has a large export and import trade. 
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